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Adults, young, a study of drawover anaesthesia in; minimum oxygen requirements during anaesthesia with the Triservice anaesthetic 
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Airway problems in the CHARGE Association, incidence and management of (Stack & Wyse), 582 (f) 
Airway protection by the laryngeal mask. A barrier to dye placed in the pharynx (John, Hill & Hughes), 366 
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Alkalinisation of bupivacaine for intercostal nerve blockade (Erratum) (Swann et al.), 707 

Alton Dean pressure infusor: an evaluation (Lalor, Ortiz & holdcroft), 762 

Alveolar pressure during mechanical ventilation in the neonate (Tipping & Sykes), 565 

Ambulances, single operator cardiopulmonary resuscitation in; which ventilation device? (Greenslade), 391 
Amethocaine, topical, in strabismus surgery (Watson), 368 
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Kenny & McArdle), 915 

Analgesic response to extradural morphine is not confirmed by double-blind testing (Jadad et al.), 935 
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Aspiration and the laryngeal mask airway (Koehli), 419 (c) 
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Lumbar plexus block after total knee replacement (Dahl: Levack: Serpell, Thomson & Millar), 793 (c) 
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Malignant hyperthermia, a case of? (Broekema, Boersma & Hennis), 942 
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Microcatheter adaptors (Wendell), 896 (c) 
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q One-lung ventilation, a co-axial technique for facilitation of (Fortuna), 1094 (c) 
Operating position and rhabdomyolysis (Targa et al.), 141 (f) 
_ Operating theatre, scavenging in (Amoroso & Sale), 159 (c) 


Subject Index 


Operating theatre, scavenging in (Gil-Rodriguez), 704 (c) ee 
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Overdose, propanolol, massive, extracorporeal circulation in management of (McVey & Corke), 744 


Oximetry, pulse see Pulse oximetry, A 

Oxygen analyser, Toptronic, leaking T-connector in (Smart), 890 (c) 
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Oxygen chamber, hyperbaric, monoplace, use of the Penlon Nuffield 200 in; evaluation and a clinical report in two patients requiring 
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Oxygen, supplementary, and the laryngeal mask airway (Lewis & Porter), 70 (c) 

Oxygen, supplementary; subject for disaster (Newton), 905 

Oxygen supplies, piped, contamination of (Shaw, Graham & Snowdon), 887 (c) 
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Oxylitre emergency/rescue medical gas manifold assembly (Hazard Notice), 240 


< 


Paediatric anaesthesia; a questionnaire survey of parents’ reactions (Ryder & Spargo), 977 (f) 
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Patient rewarming devices after cardiac surgery, a comparison of (Imrie, Ward & Hall), 44 


2 


Subject Index 1133 


Patient-controlled analgesia: Bionica MDS 110 ambulatory syringe pump (Hazard Notice), 612 
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Prilocaine, addition of fentanyl to, for intravenous regional anaesthesia (Armstrong, Power & Wildsmith), 278 
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Propofol anaesthesia, an isolated grand mal seizure 5 days after (Thomas & Boheimer), 508 (c) 
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Propofol, factors that influence the induction dose of (McLauchlan, Spiers & Peacock: McCleane), 513 (c) 
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Propofol infusion, computer-controlled; general anaesthesia and undrained pneumothorax (Crofts & Hutchison), 192 

Propofol infusion in neurosurgery, cost of (Aitken & Farling), 329 (c) 

Propofol injection pain; effect of prior administration of cold saline; comparison with cold propofol and propofol with lignocaine 


(Barker et al.), 1069 (f) 
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Pulse oximeter and prilocaine associated methaemoglobinaemia (Marks & Desgrand), 703 (c) _ —_ 

Pulse oximeter: noncompatibility of sensors (Safety Action Bulletin), 240 
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Recovery after general anaesthesia, role of doxapram in stopping shivering during (Sarma & Fry), 460 

Recovery after general anaesthesia, role of doxapram in stopping shivering during (Gautier), 1092 (c) 

Recovery and morbidity: acupuncture and transcutaneous stimulation analgesia in comparison with moderate-dose fentanyl anaesthesia 
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Recovery, effect of dose on speed of; antagonism of atracurium with neostigmine (Goldhill et al.), 496 (f) 
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Regional anaesthesia must be properly managed (Dale), 329 (c) 

Relaxant, muscle, Org 9426, the neuromuscular blocking effect of (Booij & Knape), 341 

Renal failure, acute, associated with a pneumatic antishock garment and with tense ascites (O’Leary & Park), 326 (c) 

Renal failure and raised intra-abdominal pressure (Hargreaves), 796 (c) 

Renal failure, chronic, plasma concentrations of bupivacaine after supraclavicular brachial plexus blockade in patients with (Rice, Pither 
& Tucker), 354 

Renal failure, prolonged action of enoximone in (Burns & Park), 864 

Renal failure, reversible, following opioid administration (Hill et al.), 938 

Renal impairment prevention in patients undergoing orthotopic liver transplantation; comparison of dopexamine and dopamine (Gray, 
Bodenham & Park), 638 


Rendell-Baker Soucek mask, novel use of (Northwood & Wade), 319 (c) i" 
Research difficulties for junior anaesthetists (Akhtar), 421 (c) 
Research difficulties for junior anaesthetists (Dobb), 1089 (c) 


Research see also Clinical research, 

Resedation after bolus administration of midazolam to an infant and its reversal by flumazenil (Collins & Carter), 471 

Respiration, spontaneous, quality of anaesthesia during; a proposed scoring system (Glen), 1081 (c) 

Respiratory distress syndrome, adult, measurement and manipulation of pulmonary artery wedge pressure in (McQuillan & Young), 160 
(c) 
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Respiratory distress syndrome, adult, fluid balance in (McConachie), 511 (c) 

Respiratory distress syndrome, adult, pulmonary artery wedge pressure in (Cameron), 699 (c) 

Respiratory equipment (Safety Action Bulletin), 612 

Respiratory failure, acute, severe, life-saving use of extracorporeal membrane gas exchange in (Fisher er al.), 866 

Respiratory failure as presentation of achalasia of the oesophagus (Kendall & Lin), 1039 7 

Respiratory function effects; epidural analgesia in Eaton-Lambert myasthenic syndrome (Sakura et al.), 560 ir A = 

Respiratory obstruction caused postoperatively by angina haemorrhagica bullosa (Hosain, Bounds & Stanford), 422 (c) 

Respiratory obstruction, postoperative, a cause of; vocal cord paralysis in the Shy-Drager syndrome (Drury & Williams), 466 

Response to suxamethonium in a myasthenic patient during remission (Abel, Eisenkraft & Patel), 30 

Resuscitation, cardiopulmonary, single operator, in ambulances; which ventilation device? (Greenslade), 391 

Resuscitators: regular testing and inspection (Safety Action Bulletin), 1002 

Rex Binning Department of Anaesthesia (Williams), 331 (c) 

Rhabdomyolysis and operating position (Targa et al.), 141 (f) 

Rhabdomyolysis, fatal theophylline poisoning with; a potential role for dantrolene treatment (Parr & Willatts), 557 

Ropivacaine, 0.75%, and 0.75% bupivacaine, both with adrenaline, a comparison; cardiovascular effects of epidural local anaesthetics 
(Kerkkamp & Gielen), 361 

Ropivacaine: editorial (Reynolds), 339 

Ruben circle control valve failure (Logan: Syders), 325 (c) 


Saethre-Chotzen syndrome, inadvertent dural puncture during caudal anaesthesia for (Wrigley), 705 (c) 

Safe use of propofol in a child with acute intermittent porphyria (Christian), 423 (c) 

Safe use of propofol in a patient receiving tranylcypromine (Hyde & Mortimer), 1090 (c) i 

Safety Action Bulletins, 165, 240, 337, 520, 612, 707, 904, 1002 

Safety of the combination of lumbar regional anaesthesia and prophylactic coagulant therapy (Wille-Joorgensen, Joorgensen & 
Rasmussen), 623 


Saline, cold; effect of prior administration on pain during propofol injection (Barker et al.), 1069 (f) “7 


Scavenging in the operating theatre (Amoroso & Sale), 159 (c) 

Scavenging in the operating theatre (Gil-Rodriguez), 704 (c) 

Sedation in dental surgery: comparison of two techniques (Church ez al.), 780 (f) 

Sedation, intra-operative, patient-controlled; comparison of patient-controlled propofol with anaesthetist-administered midazolam and 
fentanyl (Osborne et al.), 553 

Sedation, night, benzodiazepine, acute tolerance from (Short & Galletly), 929 


Sedation of a spontaneously breathing infant, propofol for (van Dijk, Bakker & de Lange), 893 (c) 
Sedation, patient-controlled, intra-operative (Rudkin, Osborne & Curtis), 90 s 
Sedation, sexual excitement following (Woodcock), 328 (c) al oa 


Sedation, sexual fantasy and amorous behaviour after (Williams), 162 (c) 

Seldinger minitracheotomy — assessment of a new technique (Jackson et al.), 475 

Seldinger technique, inadvertent submucosal penetration with a minitracheostomy cannula inserted by (Randell & Lindgren), 801 © 

Sengstaken (oesophageal varices) tubes manufactured by Warne Surgical Products (Hazard Notice), 165 

Septic atrial thrombus. A complication of central venous catheterisation (Joshi, Bullingham & Soni), 1030 

Serotonin syndrome (Ooi), 507 (c) 

Servicing and checking of vaporizers (Gill & Lack: Bridges), 695 (c) 

Sexual arousal following anaesthesia, forewarning patients of (Schaefer & Marsch), 238 (c) 

Sexual excitement following anaesthesia or sedation (Woodcock), 328 (c) 

Sexual fantasy and amorous behaviour after anaesthesia or sedation (Williams), 162 (c) 

Shivering during recovery after general anaesthesia; stopping by doxapram (Sarma & Fry), 460 

Shivering during recovery after general anaesthesia: stopping by doxapram (Gautier), 1092 (c) 

Shivering in elective Caesarean section under epidural analgesia, the effect of prophylactic fentanyl on (Liu & Luxton), 344 

Shy-Drager syndrome and vocal cord paralysis; cause of postoperative respiratory obstruction (Drury & Williams), 466 

Sickness, postoperative, and acupuncture (Dundee), 512 (c) 

Side effects of ginger as an antiemetic due to its thromboxane synthetase activity (Backon), 705 (c) 

Side-effects after hip surgery; morphine compared with diamorphine (Robinson, Rowbotham & Smith), 538 

Skiers neck: an unusual cause of difficult intubation (Bryan & Jones), 802 (c) 

Sleep apnoea, obstructive, postoperative; haemodynamic effects of treatment with nasal CPAP (Reeder et al.), 849 

Sniffing position, cricoid pressure in (Baxter), 327 (c) 

Soda lime canister, small, in a to-and-fro system, evaluation of (Kadim et al.), 952 

Somatosensory evoked potential to posterior tibial nerve stimulation, effects of epidural Gamenpiins on (Loughnan et al. ), 912 

Spasm, infundibular, esmolol in (Dhir & Dhir), 998 (c) nen ae eis 

Spasm, laryngeal, and the laryngeal mask airway (Michel & Stubbing), 71 (c) 

Spasm, masseter, during anaesthesia; Williams syndrome (Patel & Harrison), 115 _ 

Spasm, Masseter, in Williams syndrome (Matthews & Vernon: Harrison), 706 (c) 

Sphincter, lower oesophageal, tone, the effect of the Trendelenburg position on (Heijke, Smith & Key), 185 

Sphincter, oesophageal, lower; comparison of the combined effects of atropine and neostigmine with en and edrophonium ( Heijke, 
Smith & Key), 628 

Spinal anaesthesia for Caesarean section, dosage of phenylephrine in (Taylor & Tunstall), 314 (c) , 

Spinal anaesthesia for Caesarean section, dosage of phenylephrine in (Ma & Daley), 892 (c) } 

Spinal anaesthesia, ‘hazards’ of oxygen therapy during (Riley, Hammond & Currie), 421 (c) ool ] 

Spinal anaesthesia in orthopaedic surgery: use of 25-gauge Whitacre needle (Lynch & Krings-Ernst), 891 (c) 

Spinal anaesthesia, incremental, using a 32-gauge catheter (Kestin & Goodman), 93 

Spinal anaesthesia, meningitis following (Van-Andel & Lavies), 427 (c) 4 

Spinal anaesthesia, vasovagal asystole during (McConachie), 281 

Spinal analgesia, influence of temperature of bupivacaine on spread of (Callesen et al.), 17 

Spinal catheter, 32-gauge, problems with (McCoy & Furness), 423 (c) abn 

Spinal catheter technique in femoro-popliteal graft surgery; clinical evaluation (Morrison, McClure & Wildsmith), 576 (f) 

Spinal catheters, 32-gauge, through 26-gauge needles (Denny: Nagle, McQuay & Glynn), 599 (c) 

‘Spinal’ headache—with no headache (McGrady & Freshwater), 794 (c) 

Spinal needle, contaminated, ball-valve effect of (Bishton & Clark), 233 (c) 
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Spinal needle, defective (Adley & Geraghty: Stevenson), 159 (c) 7 
Spinal needles, device to maintain the position of (Johnson), 890 (c) - 
Spinal needles, flow and dural puncture (Lyons: Toomey), 236 (c) 

Spinal surgery, previous, and extradural analgesia; a radiological approach (Calleja), 946 

Spine, cervical, use of the laryngeal mask in a patient with an unstable fracture of (Logan), 987 (c) 

Spondyloepiphyseal dysplasia congenita. Caesarean section under epidural anaesthesia (Rodney, Callander & Harmer), 648 
Sprotte needle for Caesarean section (Ackerman et al.: Cesarini et al.), 230 (c) erm q v 


Stellate ganglion blockade, possible inadvertent subdural block following (Bruyns et al.), 747 

Stenosis, tracheal, anaesthetic management of (Grove-White), 602 (c) 

Stenosis, tracheal, congenital, the anaesthetic management of (Murphy & Lloyd-Thomas), 106 

Sterilization, laparoscopic, rectus sheath and mesosalpinx block for (Smith ef a/.), 875 (f) 

Steroids, chemical meningism after lumbar facet joint block with local anaesthetic and 563 (Thomson, Lomax & Collett), 563 

Stethoscopes, precordial (Kumar et al.), 594 (c) 

Stoma, end-tracheostomy, airway management in patients with (Mulla & Jones), 706 (c) 

Strabismus surgery, topical amethocaine in (Watson), 368 

Stressful pre-operative preparation procedures. The routine removal of dentures during pre-operative preparation contributes to pre- 
operative stress (Cobley, Dunne & Sanders), 1019 : 

Stretcher canvases/sheets (Safety Action Bulletin), 520 > 

Subarachnoid fistula in children, epidural blood patch for treatment of (Kumar, Maves & Barcellos), 117 

Subcutaneous morphine (Semple & Macintyre), 75 (c) 

Subdural block, inadvertent, possible, following attempted stellate ganglion blockade (Bruyns er al.), 747 

Submucosal penetration, inadvertent, with a minitracheostomy cannula inserted by the Seldinger technique (Randell & Lindgren), 801 (c) 

Suction, tracheal, environmental contamination during; comparison of disposable conventional catheters with a multiple-use closed 
system device (Cobley, Atkins & Jones), 957 

Sufentanil: effect on intracranial pressure in neurosurgical patients (Weinstabl er a/.), 837 

Suicide, attempted, by hanging, noncardiogenic pulmonary oedema after (Mantha & Rao) (Erratum), 242 

Superior vena cava thrombosis, recurrent pleural effusions following (Walker), 704 (c) 

Superset plastic catheter mounts, faulty (Hannington-Kiff), 671 

Supraglottic oropharyngeal airway (Joshi, Ooi & Feldman), 151 (c) 

Surgery, cardiac, a comparison of patient rewarming devices after (Imrie, Ward & Hall), 44 

Surgery, cardiac, premedication; comparison of midazolam and droperidol with papaveretum and hyoscine (Antrobus et al.), 407 (f) 

Surgery, cataract, anaesthesia (Goold), 518 

Surgery, cataract, anaesthesia — time for change (Strunin & Lewis: Vafidis, Barker & Hall: Rubin: Khalil: Stillman & Murad), 148 (c) 

Surgery, cataract, plasma catecholamine response to; comparison between general and local anaesthesia (Barker et al.), 642 

Surgery, dental: comparison of two techniques for sedation (Church et al.), 780 (f) 

Surgery: emergency adenotonsillectomy for acute postoperative upper airway obstruction (Livesey, Solomons & Gillies), 36 

Surgery: emergency adenotonsillectomy for acute postoperative upper airway obstruction (Francis: Solomons: Harwood et al.), 514 (c) 

Surgery, eye, local anaesthesia for (Khalil), 232 (c) 

Surgery, femoro-popliteal graft, clinical evaluation of a spinal catheter technique (Morrison, McClure & Wildsmith), 576 (f) 

Surgery, hip, dose requirements and side-effects after; comparison of morphine with diamorphine (Robinson, Rowbotham & Smith), 538 

Surgery in congenital diaphragmatic hernia, timing of; low mortality after pre-operative stabilisation (Charlton, Bruce & Davenport), 820 

Surgery, major, acupuncture and transcutaneous stmulation analgesia in comparison with moderate-dose fentanyl anaesthesia in; clinical 
efficacy and influence on recovery and morbidity (Kho et al.), 129 (f) 

Surgery, orthopaedic, use of a 25-gauge Whitacre needle for spinal anaesthesia in (Lynch & Krings-Ernst), 891 (c) 


Surgery, pain after (Jones & Harrop-Griffiths: Spence), 502 (c) - 

Surgery: pulmonary air embolism during laparoscopic laser cholecystectomy (Greville ef a/.), 113 ‘ 4 
Surgery, spinal, previous, and extradural analgesia; a radiological approach (Calleja), 946 : 
Surgery, strabismus, topical amethocaine in (Watson), 368 ae 


Surgery, thoracic, lumbar epidural diamorphine following; a comparison of infusion and bolus administration (Patrick, Meyer-Witting & 
Reynolds), 85 

Surgery see also Daycase; Neurosurgery; Outpatient, 

Surgical stimulation, bolus esmolol treatment of intra-operative tachycardia due to (Whirley-Diaz et al.), 220 (f) 

Suxamethonium and intensive care (Coakley), 330 (c) 

Suxamethonium apnoea, prolonged, in a 6-week-old infant; reversal with fresh frozen plasma (Gill, O” "Connell ¢ & Scott), 1036 

Suxamethonium: comparison of high and low doses (Stewart, Hopkins & Dean), 833 

Suxamethonium in a cannula deadspace —a danger (Wilson & Mayor), 599 (c) 

Suxamethonium myalgias, attenuation of (Laurence & Smith: Mingus, Herlich & Eisenkraft), 588 (c) 

Suxamethonium myalgias, attenuation of (Edwards, Martin & Catling), 803 (c) 

Suxamethonium, response to, in a myasthenic patient during remission (Abel, Eisenkraft & Patel), 30 

Sympathectomy, transaxillary, unilateral pulmonary oedema of the contralateral lung following (Cohen et al.), 651 

Sympathoadrenal responses to laryngoscopy and intubation, and intravenous lignocaine; effect of varying time of injection (Wilson, 
Meiklejohn & Smith), 177 

Syringe driver, Graseby MS2000; accidental overinfusion of prostacyclin (Dunne & Wise), 75 (c) 


Syringe driver, Handley; fatal incident (Hazard Notice), 1002 
_ Syringe pump, Bionica MDS 110 PCA (Hazard Notice), 612 
Syringe pump, Ohmeda 9000 (Sherry), 788 (c) 
Syringe pumps, Graseby PEAS (Safety Action Bulletin), 337 


Tachycardia, intra-operative, due to surgical stimulation, bolus esmolol treatment of (Whirley-Diaz et al.), 220 (f) 
_ T-connector, leaking, in Toptronic oxygen analyser (Smart), 890 (c) a 
Teaching hospital role: a survey of paediatric anaesthetic techniques used by trainee anaesthetists on a regional training scheme 
(Mulholland & Weir), 777 (f) 
_ Technicians, doctor, the interpretation of results by (Heining) (Erratum), 241 
Temperature: a comparison of patient rewarming devices after cardiac surgery (Imrie, Ward & Hall), 44 
Temperature and drug potency (Northwood), 995 (c) 
Temperature of bupivacaine: influence on spread of spinal analgesia (Callesen et al.), 17 
Temperatures, extreme, isoflurane field anaesthesia at (Merridew & Fraser), 1000 (c) 
Theophylline poisoning, fatal, with rhabdomyolysis. A potential role for dantrolene treatment (Parr & Willatts), 557 
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Thiopentone and etomidate compared with propofol in echocardiographic assessment of the haemodynamic effects (Gauss, Heinrich & 
Wilder-Smith), 99 

Thiopentone and propofol compared, with and without alfentanil pretreatment; the haemodynamic effects of bronchoscopy (Hill e¢ al.), 
266 

Thiopentone compared with propofol as sole anaesthetic agent in short gynaecological procedures; recovery over 2 days after anaesthesia 
(Sanders et al.), 451 

Thiopentone compared with propofol for laryngeal mask insertion (Brown, Patel & Ellis), 771 (f) 

Thiopentone solution, a problem with (Thickett), 74 (c) 

Thiopentone solution, freezing of (Cross), 602 (c) 

Thiopentone/enflurane compared with propofol for induction and maintenance of anaesthesia at Caesarean section (Yau ef al.), 20 

Thoracic epidural analgesia in a patient with bilateral phaeochromocytoma undergoing coronary artery bypass grafting (Liem, Moll & 
Booij), 654 

Thoracic epidural fentanyl, continuous, for post-thoracotomy pain relief: with or without bupivacaine? (George, Wright & Chisakuta), 
732 

Thoracic versus lumbar epidural fentanyl, a randomised, double-blind comparison; pain following thoracotomy (Coe ef al.), 918 

Thoracotomy, pain following; a randomised, double-blind comparison of lumbar versus thoracic epidural fentanyl (Coe er al.), 918 

Throat, sore, postoperative; failure of prevention with hydrocortisone (Thomas: Stride), 512 (c) 


Throat spray, alternative (Nott), 518 (c) 
Thromboembolism, postoperative, the pill and HRT: cause for concern? (Whitehead & Whitehead), 521 
Thrombosis, superior vena cava recurrent pleural effusions following (Walker), 704 (c) 


Thromboxane synthetase activity of ginger; possible side effects as an antiemetic (Backon), 705 (c) 

Thrombus, atrial, septic; a complication of central venous catheterisation (Joshi, Bullingham & Soni), 1030 

To-and-fro low-flow system. Laboratory study of mixing of anaesthetic and driving gases during mechanical ventilation (Kadim ez al.), 
948 

Tolerance, acute, from benzodiazepine night sedation (Short & Galletly), 929 

Tomography, axial, computerised, of the trachea. A useful investigation when a retrosterna! goitre causes symptomatic tracheal 
compression (Barker, Mason & Thorpe), 195 

To-and-fro system, evaluation of a small soda lime canister in (Kadim ef al.), 952 

Tonsils, enlarged, upper airway obstruction by (Konarzewski, Walker & Donovan), 595 (c) 

Topical amethocaine in strabismus surgery (Watson), 368 ww 

Topical glyceryl trinitrate and eutectic mixture of local anaesthetics in children. A randomised controlled trial on choice of site and ease 
of venous cannulation (Teillol-Foo & Kassab), 881 (f) 

Toptronic oxygen analyser, leaking T-connector in (Smart), 890 (c) 

Total intravenous anaesthesia, ketamine and propofol for (Penberthy & Harrison: Koning, Mackie & Guit), 1085 (c) 

Tourniquet, avoidable overinflation of (Mills), 229 (c) 

Tourniquets, lower limb, bilateral, bronchospasm following application of (Sammut), 509 (c) 

Tourniquets, pneumatic (Heath), 593 (c) 

T-Piece system, Ayer’s, another antipollution device for the Jackson-Rees modification of (Kumar), 792 (c) 

Trachea, computerised axial tomography of; a useful investigation when a retrosternal goitre causes symptomatic tracheal compression 


(Barker, Mason & Thorpe), 195 
Tracheal intubation complication: cuff failure (Williamson & Gorven), 593(c) 
Tracheal intubation training; assessment (Wilson), 578 (f) 


Tracheal intubation see Intubation, 

Tracheal stenosis, anaesthetic management of (Grove-White), 602 (c) 

Tracheal stenosis, congenital, the anaesthetic management of (Murphy & Lloyd-Thomas), 106 

Tracheal suction, environmental contamination during; comparison of disposable conventional catheters with a multiple-use closed 
system device (Cobley, Atkins & Jones), 957 

Tracheal tube, 2.5 mm, polarisation of (Hinton & Bellwood), 791 (c) 


Tracheal tube and the laryngeal mask airway, intra-ocular pressure changes using (Holden et a/.), 922 j 
Tracheal tube: intermittent obstruction revealed during pressure-supported ventilation (Forrest & Millett), 799 (c) 

Tracheal tube obstruction and Ludwig’s angina (Chung & Liban), 228 (c) 

Tracheal tube resistance and airway and alveolar pressures during mechanical ventilation in the neonate (Tipping & Sykes), 565 

Tracheal tubes: failure of hydrocortisone to prevent postoperative sore throat (Thomas: Stride), 512 (c) 

Tracheal tubes, fixation of (Srivatsa), 153 (c) 

Tracheal tubes, intubation guide marks on (Lindsay), 702 (c) 

Tracheostomy, dilational, percutaneous; a bedside procedure on the intensive care unit (Bodenham er al.), 570 


Tracheostomy, percutaneous; insertion can be difficult (Cooper), 1091 (c) 

Tracheostomy tube, flexible, complication of, during laryngectomy (Ezri et al.), 328 (c) 

Trainee anaesthetists and the laryngeal mask airway (Russell), 701 (c) 

Trainee anaesthetists on a regional training scheme, a survey of paediatric anaesthetic techniques used by; role of the teaching hospital 
(Mulholland & Weir), 777 (f) 

Training in anaesthesia and related skills, assessment of (Lawler et al.), 597 (c) 

Training, intravenous cannulation and tracheal intubation; assessment (Wilson), 578 (f) 

Transcutaneous stimulation analgesia and acupuncture in comparison with moderate-dose fentanyl anaesthesia in major surgery. Clinical . 
efficacy and influence on recovery and morbidity (Kho ef a/.), 129 (f) 

Transfers, secondary, of head injured patients in the south of England; a survey (Vyvyan, Kee & Bristow), 728 

Transplantation, heart, and milrinone (Watson, Sherry & Weston), 285 

Transplantation, liver, orthotopic, a comparison of dopexamine and dopamine to prevent renal impairment in patients undergoing 
(Gray, Bodenham & Park), 638 

Transport, long distance, of the critically ill (Runcie & Telfer), 800 (c) 

Tranylcypromine, safe use of propofol in a patient receiving (Hyde & Mortimer), 1090 (c) ; 

Trauma and anaesthetists (de Mello & Griffiths), 151 (c) 

Trauma, dental, during Entonox inhalation via mouthpiece (Volney & Callander), 892 (c) _ : ‘ 

Trauma, epidural vein; a retrospective analysis (Skidmore), 516 (c) rw 

Trauma to the posterior pharyngeal wall caused by a laryngeal mask airway (Marjot), 589(c) 

Traumatic pneumocephalus following head injury. A complication of general anaesthesia (Finch & Morgan), 385 

Travenol Infusor: use in patients in hyperbaric oxygen chambers (Spittal, Warwick & Hunter), 1093 (c) 

Trendelenburg position: effect on lower oesophageal sphincter tone (Heijke, Smith & Key), 185 
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Trimeprazine premedication in children (Zorab), 1088 (c) 

Triple nerve block for fractured neck of femur, postoperative analgesia after (Hood, Edbrooke & Gerrish), 138 (f) 

Triple nerve block for fractured neck of femur (Jones), 517 (c) 

Triservice anaesthetic apparatus, minimum oxygen requirements during anaesthesia; a study of drawover anaesthesia in the young adult 
(Tighe et al.), 52 (f) 

Triservice anaesthetic apparatus, minimum oxygen requirements during anaesthesia; a study of drawover anaesthesia in the young adult 7 
(Tighe e7 al.) (Erratum), 338 

Trismus, prolonged apnoea and ketamine (Jahangir & Rahman), 1086 (c) 

Trolley, accident, Hoskins (Safety Action Bulletin), 707 

Trolley, recovery room (Safety Action Bulletin), 520 

Tube, nasogastric, position; bubbles may be deceiving (Hedley & Ooi), 895 (c) 

Tube, nasogastric; riddle of the persistent leak (Hodgson & Mostafa), 799 (c) a 

Tube, tracheostomy, flexible, complication of, during laryngectomy (Ezri et al.), 328 (c) _ 


Tricuspid regurgitation, severe, inaccuracy of pulse oximetry in patients with (Stewart & Rowbottom), 668 “2 


Tubes, nasogastric, fixation of (Middleton), 600 (c) 

Tubes, nasotracheal, fixation of (Middleton), 600 (c) 

Tubes, RAE, accidental bronchial intubation with (Black & Mackersie), 42 

Tubes, RAE, preformed, length of (Schaefer, Marsch & Flatt: Hannington-Kiff: Mackersie), 791 (c) 

Tubes, Sengstaken (oesophageal varices), manufactured by Warne Surgical Products (Hazard Notice), 165 

Tubes, uncuffed, an assessment of the oesophageal detector device with, in children (Wee & Walker), 869 

Tubes see also Tracheal tubes, 

Tubocurarine, accidental intra-arterial injection of (Devlin & Bali), 75 (c) 
Tuohy needle, observations on deliberate dural puncture with; depth measurements (Hollway & Telford), 722 
Tuohy needle, observations on deliberate dural puncture with; pressure measurements (Telford & Hollway), 725 
Twins, identical; anaesthetic technique comparison (Evans), 800 (c) 


Unexpected position of the laryngeal mask airway (Molloy), 592(c) 
Upper airway see Airway, 
Upper gastrointestinal endoscopy see Gastrointestinal endoscopy, 


Valve, control, Ruben circle, failure of (Logan: Syders), 325 (c) 

Valve, flutter, sticking (Parry, Jewkes & Smith), 229 (c) Pe oe 

Valve, resuscitation, Laerdal, malfunction of (Hunter & Duthie: Morallee), 505 (c) 

Valves, antireflux, in intravenous opiate analgesia: are they necessary? (Turner & Murphy), 1064 (f) 
Valves, sticking, in the circle system (Rosewarne), 599 (c) 


Vaporizer, Boyle; hazard (Saunders & Keane), 152 (c) t 
Vaporizers, anaesthetic (Safety Action Bulletin), 1002 
Vaporizers — serviced and checked? (Gill & Lack: Bridges), 695 (c) ‘ 4- od 
Vasovagal asystole during spinal anaesthesia (McConachie), 281 * 
Vecuronium, intra-ocular, accidental (Parke & Smith), 796 (c) 7 
Vecuronium, ketamine and midazolam infusion. Anaesthesia for Down’s syndrome and congenital heart disease (Riley & McBride), 122 
Vecuronium, ketamine and midazolam infusion (Ward & Restall), 598 (c) 
Vein, epidural, trauma; a retrospective analysis (Skidmore), 516 (c) 
Vein puncture, extradural, an avoidable complication (Mannion, Walker & Clayton), 585 (f) 
Vein puncture, extradural, an avoidable complication (Hendley), 1092 (c) 
Veins, hand dilatation of (Kalmanovitch), 517 (c) 
Veins, hand, effect of glyceryl trinitrate and ice on dilation of (Williams & Hecker), 14 
Ventilation, CPAP, use of the Inspiron nebuliser during (Hardwick, Dickson & Clutton-Brock), 664 
Ventilation devices used for single operator cardiopulmonary resuscitation in ambulances, comparison of (Greenslade), 391 
Ventilation: evaluation of a small soda lime canister in a to-and-fro system (Kadim ez al.), 952 
Ventilation for carbon monoxide poisoning: a clinical report on the use of the Penlon Nuffield 200 in a monoplace hyperbaric oxygen 
chamber (Lewis et al.), 767 
Ventilation, high frequency jet: use in removal of a laryngeal foreign body (Tan, Dhara & Kim), 741 
Ventilation, higher pressure, and the Bain coaxial breathing system (Nichols: Sedwards), 994 (c) 
Ventilation, mechanical, in the neonate, tracheal tube resistance and airway and alveolar pressures during (Tipping & Sykes), 565 
Ventilation, mechanical, laboratory study of mixing of anaesthetic and driving gases during; a low-flow to-and-fro system (Kadim et al.), 
948 
Ventilation, obstructed; the blocked catheter mount (Dunne & Balson), 1093 (c) 
Ventilation, one-lung, a coaxial technique for facilitation of (Conacher), 400 
Ventilation, one-lung, a co-axial technique for facilitation of (Fortuna), 1094 (c) 
Ventilation: Penlon Nuffield Anaesthesia Ventilator Series 200. The case for vigilance? (Nichols: Sedwards), 994 (c) 
Ventilation, postoperative, and pre-operative anticholinergics (Swinhoe: Leigh), 231 (c) 
Ventilation, pressure-supported, intermittent obstruction of tracheal tube revealed during (Forrest & Millett), 799 (c) - 
Ventilation: riddle of the persistent leak (Hodgson & Mostafa), 799 (c) : 
Ventilation, spontaneous; anaesthesia in the field (Tighe: Restall & Johnston), 319 (c) 
Ventilation, the effects of intravenous clonidine on (Ooi, Pattison & Feldman), 632 
Ventilator alarms, the Humphrey ADE breathing system and (Murphy & Rabey), 1000 (c) : 
Ventilators, OAV 7750, two incidents of complete failure (Spittal, Hunter & Laidlow: Davies), 788 (c) : 
Ventricular diastolic function impairment during coronary artery bypass grafting (Muralidhar), 504 (c) 
Ventricular fibrillation during examination of nose (Stannard), 794 (c) — 
Ventriculo-atrial shunt and pulmonary hypertension, life-threatening complications during anaesthesia in a patient with (Butler, Wheeler 


& Spargo) (Erratum), 241 
Visual disturbances after transurethral resection of the prostate (Prakash), 163 (c) 


Visual disturbances after transurethral resection of the prostate (Anandaciva), 894 (c) va 
Visual evoked potentials and visual acuity after transurethral resection of the prostate (Mantha er al.), 491 (f) 
Vi-Tal Hospital Products (Hazard Notice), 240 


: - Vocal cord paralysis in the Shy-Drager syndrome. A cause of postoperative respiratory obstruction (Drury & Williams), 466 
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Volatile anaesthetic agents, the effect of cyclopropane on the Datex Capnomac single wavelength infrared measurement of (Mason & 
Lloyd-Thomas), 398 
Vomiting and nausea with use of a patient-controlled analgesia system (Robinson & Fell), 580 (f) 


Vaporizer, level (Saunders & Nesling), 152 (c) ai 2 "4 


Warne Surgical Products: Sengstaken (oesophageal varices) tubes (Hazard Notice), 165 

Whitacre needle, 25-gauge; use for spinal anaesthesia in orthopaedic surgery (Lynch & Krings-Ernst), 891 (c) —— 

Whole blood electrolyte assay using ChemPro 500. A comparison of assay performance with standard laboratory instruments 
(Thompson et al.), 673 

Williams syndrome: masseter spasm during anaesthesia (Patel & Harrison), 115 

Williams syndrome, Masseter spasm in (Matthews & Vernon: Harrison), 706 (c) 

Withdrawal of levorphanol (James), 71 (c) 

Withdrawal of levorphanol (Coniam), 518 (c) 

Withdrawal syndrome after propofol (Imray & Hay), 704 (c) 

Withdrawal syndrome after propofol (Grant & Worsley: Scott & Walker), 238 (c) 

Withdrawal syndrome, benzodiazepine, midazolam-induced (Mets, Horsell & Linton), 28 


Withdrawal syndrome, midazolam (McLellan & Douglas), 420 (c) - 
Woolley and Roe case (Maltby), 426 (c) 
Woolley and Roe case (Alderson: Hutter), 235 (c) = 


Wound infiltration and Caesarean section (Notcutt: Trotter & Fell), 999 (c) 
Wound infiltration in children undergoing inguinal herniotomy, serum bupivacaine concentrations following (Mobley e7 al.), 500 (f) 
Wound infiltration of local anaesthetic after lower segment Caesarean section (Trotter er al.), 404 (f) 


Zygoma, glycopyrronium and reflex bradycardia on elevation of (Cooper), 991 (c) ai. ‘ 
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Acupuncture, morbidity, 129 (f) 

Acute tolerance, 929 

Adrenaline, 1023 

Aerosols, analgesic administration, 973 (f) 

Age factors, geriatric, 271 

Airway, obstruction, trachea, thoracic aorta, 119 

Airway, resistance, 296 

Airway resistance, 565 

Anaesthesia, 410 (f) 

Anaesthesia, audit, 143 (f), 777 (f), 810, 845, 962 

Anaesthesia, cardiac, 462 

Anaesthesia, cardiovascular, 737 

Anaesthesia, cyclopropane, 398 

Anaesthesia, dental, outpatient, 358 

Anaesthesia, evaluation, pre-operative, 1005 

Anaesthesia, general, 683 (f) 

Anaesthesia, general, instrumentation, 213, 366 

Anaesthesia, intravenous, 38 

Anaesthesia, intravenous, ketamine, 122 

Anaesthesia, intravenous, midazolam, 122 

Anaesthesia, intravenous, total, 24 

Anaesthesia, intravenous, vecuronium, 122 

Anaesthesia, local, EMLA, 881 (f) 

Anaesthesia, neurosurgical, 837 

Anaesthesia, obstetric, 11, 62 (f), 64 (f), 371, 549, 585 (f), 648, 970 (f), 1016, 1071 (f) 
Anaesthesia, outpatient, 1066 (f) - 
Anaesthesia, outpatient, recovery, 553 

Anaesthesia, paediatric, 381, 489 (f), 686 (f), 688 (f), 777 (f), 783 (f), 869, 872, 881 ( 
Anaesthesia, paediatric, induction, parental presence, 977 (f) 
Anaesthesia, paediatric, neonate, 565 
Anaesthesia, pre-oxygenation, 824 — 
Anaesthesia, recovery, 451 4 : 

Anaesthetic gases, trace concentrations, 531 

Anaesthetic, local, bupivacaine, 17 : 

Anaesthetic, obstetric, 20 7 

Anaesthetic techniques, 33, 106 

Anaesthetic techniques, continuous infusion, 122 

Anaesthetic techniques, extradural, 946 

Anaesthetic techniques, intravenous, 20 

Anaesthetic techniques, one-lung ventilation, 400 

Anaesthetic techniques, patient-controlled sedation, 553 

Anaesthetic techniques, regional, ankle, 841 

Anaesthetic techniques, regional, brachial plexus, 309 (f), 707 

Anaesthetic techniques, regional, brachial plexus block, 354 
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Anaesthetic techniques, regional, coeliac plexus block, 862 , 
Anaesthetic techniques, regional, epidural, 11, 64 (f), 85, 97, 124, 169, 256, 344, 361, 438, 473, 560, 573, 585 (f), 623, 654, 732, 859, 872, cf 
912, 918, 935, 940, 970 (f), 1023 
Anaesthetic techniques, regional, epidural, blood patch, 117 
Anaesthetic techniques, regional, epidural infusion, 549 
Anaesthetic techniques, regional, extradural, 447 
Anaesthetic techniques, regional, intercostal nerve blockade, 174, 707 
Anaesthetic techniques, regional, intravenous, 278, 438 
Anaesthetic techniques, regional, lateral cutaneous nerve of thigh, 95 
Anaesthetic techniques, regional, lumbar plexus block, 275 
Anaesthetic techniques, regional, mesosalpinx block, 875 (f) 
Anaesthetic techniques, regional, obstetric, 1016 
Anaesthetic techniques, regional, rectus sheath block, 875 (f) - 2 4 
Anaesthetic techniques, regional, retrobulbar block, 642 
Anaesthetic techniques, regional, spinal, 11, 17, 93, 281, 576 (f), 623, 1044 
Anaesthetic techniques, regional, stellate ganglion block, 747 
Anaesthetic techniques, regional, triple subcostal nerve block, 138 (f) 
Anaesthetic techniques, regional, triple nerve block, 138 (f) 
Anaesthetic techniques, regional, wound infiltration, 404 ( 
Anaesthetic techniques, wound infiltration, 500 (f) 
Anaesthetics, gases, nitrous oxide, 907 
Anaesthetics, gases, trace concentrations, 486 


Anaesthetics, intravenous, alfentanil, 1066 (f) 
Anaesthetics, intravenous, droperidol, 907 
Anaesthetics, intravenous, etomidate, 99, 716 : 


Anaesthetics, intravenous, fentanyl, 907 
Anaesthetics, intravenous, ketamine, 24 
Anaesthetics, intravenous, lignocaine, 312 (f) 
Anaesthetics, intravenous, propofol, 20, 24, 59 (f), 67 (f), 90, 99, 192, 266, 312 (f), 383, 451, 553, 615, 771 (f), 775 (f), 783 (f), 907, 1066 
(f), 1069 (f) 
Anaesthetics, intravenous, thiopentone, 99, 266, 451, 771 (f) 
Anaesthetics, local, bupivacaine, 275, 354, 361, 404 (f), 447, 500 (f), 732, 1023 
Anaesthetics, local, bupivacaine, alkalinisation, 174, 707 
Anaesthetics, local, lignocaine, 177, 309 (f), 691 (f), 707 
Anaesthetics, local, prilocaine, 278, 309 (f), 707 
Anaesthetics, local, ropivacaine, 361 
Anaesthetics, topical, amethocaine, 368 
_ Anaesthetics, volatile, complications, 810 
_ Anaesthetics, volatile, desflurane, 615 
Anaesthetics, volatile, enflurane, 907, 1009 
Anaesthetics, volatile, halothane, 907 
Anaesthetics, volatile, isoflurane, 686 (f), 907, 942, 1009 
Anaesthetics, volatile, trace concentrations, 486, 531 
Anaesthetists, appearance, 1056 (f) 
Analgesia, epidural, 1074 (f) 
Analgesia, intramuscular, 1074 (f) 
Analgesia, intravenous, postoperative, 772 (f) 
Analgesia, patient-controlled, 1074 (f) 
Analgesia, postoperative, 129 (f), 275, 538, 580 (f), 1077 (f) 
Analgesic techniques, infusion, continuous, 1064 (f) 
Analgesics, aspirin, 828 
Analgesics, azapropazone, 828 
_ Analgesics, diamorphine, 447, 473, 912, 970 (f) 
Analgesics, diclofenac, 1077 (f) 
Analgesics, dihydrocodeine, 915 
Analgesics, fentanyl, 278 
_ Analgesics, local, lignocaine, 67 (f) 
Analgesics, local prilocaine, 138 (f) 
Analgesics, local, procaine, 67 (f) 
Analgesics, narcotic, alfentanil, 266 
_ Analgesics, narcotic, diamorphine, 85, 169, 256, 538 
Analgesics, narcotic, fentanyl, 169, 344, 438, 732, 973 (f), 1016 
Analgesics, narcotic, morphine, 256, 538, 541, 935, 1064 (f) 
Analgesics, narcotic, papaveretum, 772 (f), 1064 (f) 7 
Analgesics, narcotic, pethidine, 1064 (f) 
Analgesics, narcotic, sufentanil, 837 
: _ Analgesics, papaveretum, 688 (f), 938 
j _ Anatomy, lumbar facet joint, 563 
Antagonists, flumazenil, 471 
Antagonists, miscellaneous, benzodiazepines, 413 (f) 
_ Antagonists, miscellaneous, flumazenil, 413 (f) 
Antagonists, neostigmine, 496 (f) 
Antagonists, neuromuscular relaxants, neostigmine, 628, 877 (f) 
_ Antagonists, neuromuscular relaxants, edrophonium, 628 
_ Anti-inflammatory agents, nonsteroidal, 541 
Awake intubation, laryngeal mask, 661 
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Blood, anticoagulants, heparin, 623 
Blood, anticoagulants, warfarin, 623 
Blood, coagulation, heparin, 719, 925 
Blood, coagulation, protamine, 925 
Brain, cerebral perfusion pressure, 837 
Brain, intracranial pressure, 837 


Cannulation, intravenous, 578 (f) 

Carbon dioxide, absorption, 952 

Carbon dioxide, alveolar, 494 (f) 

Carbon dioxide, elimination, 494 (f) 

Carbon dioxide, tension, 494 (f) 

Complications, 381, 683 (f), 744, 747, 859 
Complications, accident, 124 

Complications, accident, pneumocephalus, 385 
Complications, achalasia, 1039 

Complications, acute ventilatory failure, 866 . 
Complications, ait embolism, 113 
Complications, airway, 582 (f) > 
Complications, airway obstruction, 659, 854 __ 
Complications, anaphylaxia, 1033 
Complications, arthrogryposis multiplex congenita, 374 
Complications, aspiration, morbid obesity, 967 (f) 
Complications, asystole, 38, 281 

Complications, atelectasis, 462 

Complications, awareness, 62 (f), 435 
Complications, blindness, 940 

Complications, bronchopleural fistula, 383 
Complications, chemical meningism, 563 
Complications, coagulopathies, 64 (f) 
Complications, death, 962 

Complications, dural puncture, 97, 722, 725 _ 
Complications, Eaton-Lambert (Lambert-Eaton) myasthenic syndrome, 560 
Complications, Eisenmenger’s syndrome, 371 
Complications, Emery-Dreifuss muscular dystrophy, 33 
Complications, fistula, 117 

Complications, giant axonal neuropathy, 469 
Complications, glycine absorption, 491 (f) 
Complications, haematoma, 623 = 
Complications, headache, 1044 iy 
Complications, hepatoxicity, 686 (f) 
Complications, hypoxaemia, 181 

Complications, hysterical anaesthesia, 932 
Complications, inhalation of gastric contents, 1071 (f) 
Complications, irrigation fluid absorption, 349 
Complications, kidney failure, acute, 638 
Complications, kyphoscoliosis, 119 
Complications, misplaced introducer, 1041 
Complications, muscle rigidity, 460 
Complications, myalgia, 833 

Complications, myasthenia gravis, 30 
Complications, myoclonus, 473 

Complications, myotonic dystrophy, 462 
Complications, obstructive emphysema, 283 
Complications, oesophageal rupture, 40 
Complications, pain, 67 (f), 691 (f) 
Complications, paraplegia, 862 

Complications, peri-operative medication, 456 
Complications, pneumonia, 376 

Complications, pneumothorax, 192 
Complications, postoperative, 712 
Complications, pre-eclampsia, 64 (f) 
Complications, pre-operative anxiety, 1019 
Complications, prolonged apnoea, 1036 
Complications, Proteus syndrome, 126 
Complications, regurgitation, 628 
Complications, renal failure, 354 
Complications, respiratory failure, 1039 
Complications, resuscitation, myoclonus, 19 
Complications, shivering, 344, 460 — 
Complications, Shy-Drager syndrome, 466 
Complications, sick sinus syndrome, 462 
Complications, sleep apnoea, 849 
Complications, spondyloepiphyseal dysplasia congenita, 648 
Complications, thromboembolism, 623 
Complications, tracheal intubation, 582 (f) 
Complications, trauma, 728 

Complications, vessel puncture, 585 (f) 
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Complications, Williams syndrome, = y 
Complications, withdrawal syndrome, 28 
Congenital heart disease, 122 ‘ 
Costs, 217 (f), 1009 = 


Dentures, 1019 
Developing countries, 217 (f) 
Drugs, isoflurane, 1059 (f) 


Education, medical students, 578 (f) 

Education, paramedical staff, 578 (f) 

Education, training, 143 (f) 

Emesis, postoperative, 580 (f) 

Enzyme, plasma cholinesterase, 1036 

Equipment, 664, 845 

Equipment, analyser, 478 

Equipment, automatic implantable cardioverter-defibrillator, BI 
Equipment, bacterial filters, 573 

Equipment, breathing systems, absorbers, 948, 952 
Equipment, breathing systems, closed, 1009, 1059 (f) 
Equipment, bronchial intubation, 400 

Equipment, catheter mounts, 671 

Equipment, catheters, intrathecal, 93, 576 (f) 
Equipment, catheters, suction, 957 

Equipment, Cerobrotrac 2500, 750 

Equipment, coaxial breathing systems, 213 
Equipment, computers, 383 r 
Equipment, Datex Capnomac, 398 

Equipment, deadspace, variable, 1047 ' 
Equipment, Doppler ultrasound, 388 

Equipment, fibreoptic laryngoscope, 489 (f) 
Equipment, Finapres, 1050 

Equipment, humidifiers, deadspace, 296 
Equipment, infusion pumps, 383, 482 

Equipment, infusion systems, 762, 1064 (f) — 
Equipment, laryngeal mask, 358, 545, 659, 771 (f) — 
Equipment, laryngeal mask airway, 489 (f), 922 
Equipment, laser, 113 

Equipment, liquid oxygen, 395 

Equipment, micro-drip infusion set, 872 
Equipment, minitracheotomy, 854, 1041 
Equipment, oesophageal detector device, 869 
Equipment, patient rewarming devices, 44 
Equipment, patient-controlled analgesia, 538 
Equipment, patient-controlled analgesia system, 580 (f) 
Equipment, percutaneous tracheostomy kit, 570 
Equipment, pulse oximeter, 3, 202, 207, 291, 388 
Equipment, pulse oximeters, 260 

Equipment, RAE tracheal tubes, 42 

Equipment, tracheal tubes, 565, 922 

Equipment, Triservice anaesthetic apparatus, 52 On 
Equipment, tubes, tracheostomy, 475 

Equipment, Tuohy needle, 722, 725 

Equipment, ventilator, Penlon Nuffield 200, 767 
Equipment, ventilators, 39i 

Extracorporeal membrame oxygenation, 866 

Eye, blindness, retinal haemorrhage, 940 

Eye, intra-ocular pressure, 922 


Fluid balance, oral fluids, 1066 (f) 7 
Gastrointestinal tract, lower oesophageal sphincter, 185 
Gastrointestinal tract, oesophagus, 628 

Gastrointestinal tract, pH stomach, 816 
Gastrointestinal tract, stomach, pH and volume, 967 (f) 
Gastrointestinal tract, stomach, volume, 1016 


Heart, arrhythmias, electroconversion, 737 
Heart, cardiac massage, 391 
Heart disease, tricuspid regurgitation, 668 
Heart, mitral valve, 494 (f) a 
Heart, right atrial thrombus, 1030 ‘ 
Heart, tachycardia, 220 (f) ; 
Hernia, diaphragmatic, congenital, 820 = 
Histamine, H, antagonist, famotidine, 967 (f) 
Histamine, H, antagonist, ranitidine, 967 (f) 

_ Histamine, H, receptor antagonists, nizatidine, 816 
Histamine, H, receptor antagonists, ranitidine, $6. 
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History, F. P. de Caux, 49, 300 

History, Harold King, 679 

Hormones, catecholamines, 642 

Hormones, corticosteroids, 563 

Hyperbaric, chamber, 767 

Hypertension, paediatric, 381 

Hyperthermia, 374 

Hyperthermia, malignant, 942 

Hypnotics, benzodiazepines, flunitrazepam, 929 pe, 
Hypnotics, benzodiazepines, midazolam, 28, 413 (f), 471, 553, 780 (f), 929 


Immune response, 531 
Immunoprophylaxis, dextran |, 1033 
Induction, dose, 59 (f) 

Induction, rapid sequence, 824 

Infection, chickenpox, 376 

Infection, contamination, bacterial, 957 
Infection, gastroenteritis, 57 (f) 

Infection, poliomyelitis, 57 (f) 

Infection, septicaemia, 1030 

Intensive care, 57 (f) 

Intensive care, cost, 523 

Intensive care, illness severity scoring, 442 
Interactions, drug, anaesthetics, 456 
Intubation, nasotracheal, 683 (f) 
Intubation, tracheal, 578 (f), 634 
Intubation, tracheal, complications, 42, 177, 312 (f), 1005 
Intubation, tracheal, cricoid pressure, 545 
Intubation, tracheal, technique, 306 (f) 
Ions, calcium, 673 

Ions, hydrogen, 673 

lons, potassium, 673 

Ions, sodium, 673 


Kidney, anuria, 938 
Kidney failure, acute, 864 


Labour, oral intake, 1071 (f) 

Larynx, abductor paralysis, 466 

Larynx, cricoid pressure, 40 

Larynx, foreign body, 741 

Liver, function, hepatoxicity, 686 (f) 

Lung, hypoxic pulmonary vasoconstriction, 856 , 
Lung, oedema, 651 

Lung, tracheal stenosis, 106 

Lungs, extracorporeal membrane oxygenation, 376 


Masseter spasm, 115 

Measurement, 3, 202, 207, 260, 291 

Measurement techniques, computer assisted tomography, 195 
Measurement techniques, electroencephalography, 99 

Measurement techniques, electromyography, neuromuscular blockade, 30 
Measurement techniques, extensometer, 756 a 
Measurement techniques, intracranial pressure, 837 
Measurement techniques, ion-sensitive electrodes, 673 > 
Measurement techniques, plethysmography, 1050 es 
Measurement techniques, transoesophageal echocardiography, 99 
Measurement techniques, venous occlusive plethysmography, 1013 
Medicolegal, 962 

Medicolegal, consent, 410 (f) 

Mental retardation, 646 

Monitoring, blood pressure, 181 

Monitoring, cerebral function, 750 

Monitoring, electrocardiography, 181 

Monitoring, ethanol, 349 

Monitoring, pulse oximetry, 181, 668 

Monitoring, somatosensory evoked potentials, 912 

Monitoring, temperature, 344 

Monitoring, train-of-four stimulation, 496 (f) 

Monitoring, ventilation, 756 

Monitoring, visual evoked potentials, 491 (f) 

Muscle, skeletal, injury, 141 (f) ™ 

Nerve, posterior tibial, 841 
Neuromuscular relaxants, alcuronium, 271 a 

Neuromuscular relaxants, atracurium, 496 (f), 877 

Neuromuscular relaxants, curare, 49 
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Neuromuscular relaxants, dantrolene, 557 

Neuromuscular relaxants, Org 9426, 341, 907 

Neuromuscular relaxants, suxamethonium, 30, 833, 942, 1036 
Neuromuscular relaxants, syringomyelia, 980 (f) ‘ 
Nominal group technique, 810 


Oxygen, blood levels, 52 (f) 
Oxygen, delivery system, 135 (f) 

Oxygen, measurements, 256 ae 

Oxygen, supplies, concentrators, 217 (f) 

Oxygen therapy, portable, 395 - 


Pain, 1069 (f) od 

Pain, chronic, 563 

Pain, cold-induced, 915 c 
Pain, measurement, 541 


Pain, placebo effect, 935 

Pain, postoperative, 85, 438, 447, 482, 688 (f), 875 (f), 918, 1074 (f) 
Pain, postoperative, patient controlled analgesia, 404 (f) 
Pain, postoperative, prevention, 188 

Parasympathetic nervous system, glycopyrronium, 877 (f) 
Pharmacodynamics, 271 

Pharmacokinetics, 354 

Pharmacology, calcium channel blockers, nifedipine, 856 
Pharmacology, clonidine, 632, 634, 1013 

Pharmacology, doxapram, 460 

Pharmacology, glyceryl trinitrate, 14, 881 (f) 
Pharmacology, milrinone, 285 

Phosphodiesterase inhibitors, metabolism, 864 

Placental transfer, etomidate, fetal/maternal ratio, 716 
Poisoning, acute, arsenic, 288 

Poisoning, mercury, 110 

Poisoning, mercury chloride, 110 | 

Poisoning, theophylline, 557 _ 

Position, effects, 141 (f) 

Position, Trendelenburg, 185 

Premedication, droperidol, 407 (f) 

Premedication, hyoscine, 407 (f) 

Premedication, ketamine, oral, 646 

Premedication, midazolam, 407 (f) 

Premedication, opioids, 224 (f) 

Premedication, papaveretum, 407 (f) 

Premedication, pre-operative care, 224 (f) 

Psychomotor, tests, 451 


Recovery, complications, 712 
Recovery, prolonged, 932 


Safety, 213 

Sleep, apnoea, 36 

Surgery, bronchoscopy, 266 

Surgery, cardiovascular, 44, 654 

Surgery, day case, 615 

Surgery, dental, 90, 780 (f), 828 

Surgery, gastrointestinal endoscopy, 181 

Surgery, heart transplantation, 285 

Surgery, laparoscopic cholecystectomy, 113 

Surgery, laparoscopy, 875 (f) 

Surgery, laparoscopy, outpatient, 1077 (f) 

Surgery, liver transplantation, 638 

Surgery, ophthalmological, 642 

Surgery, orthopaedic, 138 (f) 

Surgery, otolaryngological adenotonsillectomy, 36 

Surgery, peri-operative period, 456 | 

Surgery, phaeochromocytoma, 654 

Surgery, postoperative period, 

Surgery, spinal laminectomy, 946 

Surgery, strabismus, 368 

Surgery, sympathectomy, 651 

Surgery, thoracic, 866 

Surgery, thyroidectomy, 195 

Surgery, tracheostomy, 570 

Surgery, transurethral resection of the prostate, 349 

Surgery, urological, transurethral resection of the prostate, 491 (f) 
Sympathetic nervous system, pharmacology, dopexamine, 638 
Sympathetic nervous system, pharmacology, dopamine, 638 
Sympathetic nervous system, f-adrenergic antagonists, esmolol, 220 (f) 
Sympathetic nervous system, f-adrenergic antagonists, propanolol, 744 
Syndrome, CHARGE Association, 582 (f) 
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Temperature, 17 
Temperature, body, 44 
Transcutaneous nerve stimulation, 129 (f) 


Veins, cannulation, complications, 1030 

Veins, venepuncture, 14 @ 
Ventilation, artificial, 391 

Ventilation, clonidine, 632 

Ventilation, continuous positive airway pressure, 664 
Ventilation, continuous positive pressure, 849 * 
Ventilation, high frequency, 741 

Ventilation, mechanical, 565, 1047 

Ventilation, obstruction, 36 

Ventilation, pharmacology, 632 


= q 
ie: 
i 
> 


